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INTRODUCTION 


This compilation lists documents pertinent to the construction of all Santa Clara Valley Water District 
(District) dams. A companion compilation lists documents pertinent to modifications and repairs at 
District dams. 


The table below lists: (1) complete formal names of dams owned by the District, (2) the identifying 
number assigned to each dam by the Division of Safety of Dams in the California Department of Water 
Resources (DSOD), and (3) the District project number. 


Name of Dam 

DSOD Number 

District Project Number 

Almaden Dam 

72-004 

9185 

Calero Dam 

72-003 

9187 

Coyote Dam 

72-002 

9188 

Coyote Percolation Dam 

72-000 

9248 

Elmer J. Chesbro Dam 

72-011 

9194 

Guadalupe Dam 

72-005 

9189 

Leroy Anderson Dam 

72-009 

9186 

Lexington Dam 

72-008 

9190 

Rinconada Reservoir 

72-010 

9450 

Standish Dam 

72-013 

9262 

Stevens Creek Dam 

72-007 

9191 

Uvas Dam 

72-012 

- 9193 

Vasona Percolation Dam 

72-006 

9192 


A peculiarity of the numbering system used by DSOD is that the first dam registered to an owner is given 
a file accession number denoting the owner’s number, followed by three zeros, e.g., the District is Owner 
No. 72, and Coyote Percolation Dam is Dam No. 72-000. The second dam registered by an owner is 
No. -002, the third is No. -003, etc. 

Finding all desirable records has been difficult because of the age of the dams. Files searched include 
the District library, Central Files, Construction Division files, and Water Facilities Branch files. As time 
permitted, files at the Division of Safety of Dams in Sacramento were researched in conjunction with 
visits for other purposes. This compilation is preliminary. Corrections and additions are welcome and 
should be addressed to the study director. 
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CONSTRUCTION OF ALMADEN DAM (STATE DAM NO. 72-004) 

COMPLETED IN 1936 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Geological Report on the Calero, Almaden, and Guadalupe Damsites 

Date: 1934 

Author: Tolman, C.F. 

Library Call Number: 1.1.2716 


III. PLANS AND SPECIFICATIONS 

Title: Plans and Specifications for the Construction of Dam on Almaden Creek 1 
Date: 

Library Call Number: Not found. Document in Central Files. 

Title: Contracts, Proposals, Specifications, Maps for the Furnishing of Gates, Valves and 
Appurtenances for the Almaden, Calero, Guadalupe, Coyote and Stevens Creek Dams (1934 Well 
Replenishment Project) 

Date: 1934 

Library Call Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for Construction of Almaden Road (1934 Well 
Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Engineering Drawing Numbers: A0—02884, 03290A, 03399, 03424-03426, 05242-05243; 
Al—03428-03430; A4-05244; A8-03402; Other-03291A, 03423, 03427, 06905B-06908B 


‘Title stated in memorandum on last page in file titled "General—Almaden D/R 9184" in Central 
Files. 
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Construction of Almaden Dam (State Dam No. 72-004) Completed in 1936 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: 

Final Cost: 

Bid Amount: 

Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams with gates, valves, and appurtenances) 

Awarded to: Carl N. Swenson Company 
Construction Period: After May 14, 1935 
Final Cost: 

Bid Amount: $31,323.90 (for constructing Almaden Road) 


R10039 


3 




CONSTRUCTION OF LEROY ANDERSON DAM (STATE DAM NO. 72-009) 

COMPLETED IN 1950 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Geological Report on Anderson Dam Site Located Across Coyote Creek in Santa Clara 
County, California 
Date: 1949 

Author: Marliave, Chester 

Library Call Number: None (In RET’s office) 


III. PLANS AND SPECIFICATIONS (NOT FOUND) 

Title: Leroy Anderson Dam, Unit No. 4, Plans and Specifications, Proposal and Contract 
Date: 1950 

Library Call Number: Archives Box 7047 

Engineering Drawing Numbers: AO-02873-02879, 06972B, 02806-02807; Al-02888-02892, 
13518; A8—02802-02805; Other-06968B-06970B 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: 

Final Cost: Approximately $3 million as stated in a newspaper in Coyote-Leroy Anderson Dam 
(Dedication) file (Archives Box 7020) 

Bid Amount: 


R10039 


4 




CONSTRUCTION OF CALERO DAM (STATE DAM NO. 72-003) 

COMPLETED IN 1935 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Geological Report on the Calero, Almaden, and Guadalupe Damsites 

Date: 1934 

Author: Tolman, C.F. 

Library Call Number: 1.1.2716 


III. PLANS AND SPECIFICATIONS (NOT FOUND) 

Title: Contracts, Proposals, Specifications, Maps for the Furnishing of Gates, Valves and 
Appurtenances for the Almaden, Calero, Guadalupe, Coyote and Stevens Creek Dams (1934 Well 
Replenishment Project) 

Date: 1935 

Library Cali Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for Construction of Calero Road (1934 Well 
Replenishment Project) 

Date: 1936 

Library Call Number: Archives Box 7020 

Engineering Drawing Numbers: A0—03431-03434, 03439, 03524A; A1-03436-03438; 

A8-03435, 03440; Other-06905, 06906C-06908C, 03291B 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: 

Final Cost: 

Bid Amount: 

Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams with gates, valves, and appurtenances) 
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Construction of Calero Dam (State Dam No. 72-003) Completed in 1935 


Awarded to: A. Teichert & Son, Inc. 

Construction Period: After July 29, 1936 
Final Cost: $67,246.00 

Bid Amount: $31,323.90 (for constructing Calero Road) 
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CONSTRUCTION OF ELMER J. CHESBRO DAM (STATE DAM NO. 72-011) 

COMPLETED IN 1955 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Uvas Creek Dam, Reservoir, Conduit and Well Replenishment Project Proposed to be 
Constructed Jointly with Santa Clara Valley Water Conservation District and on Proposed Llagas 
Creek Dam, Reservoir and Well Replenishment Project 
Date: 1953 

Author: Blackie and Wood 
Library Call Number: 1.4.0334 


III. PLANS AND SPECIFICATIONS 

Title: Specifications and Contract Documents for the Construction of the Elmer J. Chesbro Dam 
and the Relocation of a Portion of Oak Glen Avenue 
Date: 1954 

Library Call Number: 1.4.0329 

Engineering Drawing Numbers: AO—04696-04703, 07409; Al—07395; A4—07414-07416; 
A6—07392-07394, 07396-07400, 07404, 07411, 07413 

Title: Llagas Creek Project, Specifications for the Furnishing of Culverts for Llagas Road 
Date: 

Library Call Number: Archives Box 7020 


IV. CONSTRUCTION CONTRACT 

Awarded to: 

Construction Period: 

Final Cost: 

Bid Amount: 

Awarded to: Consolidated Western Steel 
Construction Period: Approximately 6/11/54 to 7/31/54 
Final Cost: 

Bid Amount: $20,878.07 (for furnishing culverts for Llagas Road) 
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CONSTRUCTION OF COYOTE DAM (STATE DAM NO. 72-002) 

COMPLETED IN 1936 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Detailed Geology of the Coyote Damsite and General Geology of the Hayward and 
Calaveras-Sunol Faults in the Vicinity of the Coyote Damsite, Santa Clara County, California 
Date: 1934 

Author: Tolman, C.F. and Tolman, John V.S. 

Library Call Number: None (In RET’s office) 

Title: Report on the Plans for the Coyote Dam of Santa Clara Valley Water Conservation District 
Date: 1935 

Author: Galloway, J.D., Hermann, F.C., and Louderback, G.D. 

Library Call Number: QE 535.2 S383 P63 1935 (Also in office/1,3 and office/file 1680) 

Title: Geological Report on Coyote Dam Site Situated on Coyote River in Santa Clara County 
Date: 1935 

Author: Marliave, Chester 

Library Call Number: None (In RET’s office) 

Title: Coyote Dam Site Bearing and Settlement Tests 
Date: 1934 

Author: Tolman, John Van Steen 

Library Call Number: None (In historical box in vault as of 5-26-94. Microfilmed 
January 1969.) 

Title: Report of Miscellaneous Tests By Pacific Hydrologic Laboratory on Earth Materials 

Proposed for Construction of Coyote Dam 

Date: 1934 V 

Author: Tibbetts, Fred H. 

Library Call Number: None (In RET’s office/file 1608) 

Title: Supplemental Report of Mechanical Analyses by Pacific Hydrologic Laboratory on Earth 
Materials Proposed for Construction of Coyote Dam 
Date: 1935 

Author: Pacific Hydrologic Laboratory 

Library Call Number: None (In historical box in vault as of 5-26-94. Microfilmed 
January 1969.) 
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Construction of Coyote Dam (State Dam No. 72-002) Completed in 1936 


III. PLANS AND SPECIFICATIONS 

Title: Specifications for the Construction of the Coyote Dam and Spillway (1934 Well 
Replenishment Project) 

Date: 1934 (?) 

Library Call Number: Archives Box 7020 (also in Central Files) 

Title: Contracts, Proposals, Specifications, Maps for Construction of the Coyote Dam and 
Spillway (1934 Well Replenishment Project) (Repeat?) 

Date: 1935 

Library Call Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for the Furnishing of Gates, Valves and 
Appurtenances for the Almaden, Calero, Guadalupe, Coyote and Stevens Creek Dams (1934 Well 
Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Construction Contract: 

Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams) 

Engineering Drawing Numbers: A0—03414-03417, 03419,03446, 03449-03451,03531, 05264, 
06840; A1 -03420-03422; A4-02893, 03418; A6-03444, 03445; Other-03291K, 

06900B-06904B, 06905F-06908F, 06909B 


IV. CONSTRUCTION CONTRACT 

Awarded to: Macco Construction Co. 

Construction Period: 

Final Cost: 

Bid Amount: 

Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams with gates, valves, and appurtenances) 
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CONSTRUCTION OF COYOTE PERCOLATION DAM (STATE DAM 
NO. 72-000) COMPLETED IN 1934 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 

Title: Minor Stream Flow Conservation Projects Including Coyote Percolating Dam (Final) 
Date: June 1932 

Author: Santa Clara Valley Water Conservation District 
Library Call Number: 1.3.0103 

Title: Report to the Honorable Board of Directors of the Santa Clara Valley Water Conservation 
District on Proposed Coyote Narrows Percolation Project 
Date: April 1937 

Author: Santa Clara Valley Water Conservation District 
Library Call Number: 1.3.0121 (Also, Archives Box 7020) 


II. GEOTECHNICAL REPORT(S) 

Title: Geological Report on Coyote Percolating Dam Situated in Santa Clara County on Coyote 
Creek 

Date: 1937 

Author: Marliave, Chester 

Library Call Number: None (In RET’s office) 


III. PLANS AND SPECIFICATIONS (NOT FOUND) 

Title: 

Date: 

Library Call Number: 

Engineering Drawing Numbers: A0—02948-02952; A1—03441; A8—02946-02947, 03340 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: 

Final Cost: 

Bid Amount: 
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CONSTRUCTION OF GUADALUPE DAM (STATE DAM NO. 72-005) 

COMPLETED IN 1935 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Geological Report on the Calero, Almaden, and Guadalupe Damsites 

Date: 1934 

Author: Tolman, C.F. 

Library Call Number: 1,1.2716 

Title: Appendix III, Report on the Foundation Geology of the Guadalupe Damsite 

Date: 1934 

Author: Tolman, C.F. 

Library Call Number: None (In RET’s office) 

Title: Report of Mechanical Analyses of Earth Materials from Test Pits in the Vicinity of the 

Proposed Guadalupe Dam Near San Jose, California 

Date: January 11, 1935 

Author: Pacific Hydrologic Laboratory 

Library Call Number: Report is in "Geology Reports—9189" file in Central Files 


III. PLANS AND SPECIFICATIONS 

Title: Specifications for the Construction of the Guadalupe Dam and Spillway (1934 Well 
Replenishment Project) 

Date: January 1935 

Library Call Number: 1.3.0111 (Report is also in "General—9189" file in central files) 

Title: Contracts, Proposals, Specifications, Maps for the Construction of Guadalupe Dam and 
Spillway (1934 Well Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for the Furnishing of Gates, Valves and 
Appurtenances for the Almaden, Calero, Guadalupe, Coyote and Stevens Creek Dams (1934 Well 
Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 
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Construction of Guadalupe Dam (State Dam No. 72-005) Completed in 1935 


Engineering Drawing Numbers: AO—05239-05240; Al—03461-03463; A4—03491, 03530, 
05238; A6-03268, 05241; A8-02900, 03464; Other-03291C, 06905C, 06906D-06908D 


IV. CONSTRUCTION CONTRACT 

Awarded to: A. Teichert & Son, Inc. (information in Archives Box 7020) 

Construction Period: After March 1935 
Final Cost: 

Bid Amount: $216,175.00—(Does not include cost of gates, valves, etc., listed in J. Hendy’s 
proposal as itemized below.) 

Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams with gates, valves, and appurtenances) 
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CONSTRUCTION OF LEXINGTON DAM (STATE DAM NO. 72-008) 

COMPLETED IN 1953 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: Report to the Honorable Board of Directors of the Santa Clara Valley Water Conservation 
District on Proposed Lexington Dam and Water Conservation Works 
Date: 1947 

Author: Santa Clara Valley Water Conservation District 
Library Call Number: TC 557 C2 L4 1947 


II. GEOTECHNICAL REPORT(S) (NOT FOUND) 

Title: 

Date: 

Author: 

Library Call Number: 


III. PLANS AND SPECIFICATIONS 

Title: Plans and Specifications for the Construction of Lexington Dam and Spillway 
Date: April 1952 (revised June 1952) 

Library Call Number: 1.3.0152 

Engineering Drawing Numbers: A0-03465-03488, 02849-02850, 06971B, 03538-03540, 
02913-02922; A1—02901, 04037-04043, 02903, 05315-05321, 02902, 02904-02909; A4-02923; 
A8—07014-07015, 03278, 05265, 02851; Other (A9)-05266, 03181 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: Guy F. Atkinson Co. (Probably) 
Construction Period: 

Final Cost: 

Bid Amount: 1,447,455.75 (Atkinson’s bid amount) 
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CONSTRUCTION OF RINCONADA RESERVOIR (STATE DAM NO. 72-010) 

COMPLETED IN 1969 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


n. GEOTECHNICAL REPORT(S) 

Title: Earthwork Engineering Report, Rinconada Reservoir 
Date: 1966 

Author: Soil Mechanics and Foundation Engineers, Inc. 

Library Call Number: TA 705.3 .R56 R5 1966 

Title: Report of Subsurface Exploration, Rinconada Water Treatment Plant Site, Los Gatos, 
California (Letter Report) 

Date: 1965 

Author: Soil Mechanics and Foundation Engineers, Inc. 

Library Call Number: TA 710.3 R56 R5 1965 

Title: Earthwork Engineering Report, Rinconada Water Treatment Plant 
Date: 1965 

Author: Soil Mechanics and Foundation Engineer, Inc. 

Library Call Number: TA 705.3 R56 R5 1965 

Title: Foundation Engineering Report, Rinconada Water Treatment Plant 
Date: 1966 

Author: Soil Mechanics and Foundation Engineers, Inc. 

Library Call Number: TA 710.3 .L675 R5 1966 


III. PLANS AND SPECIFICATIONS 

Title: Specifications, Drawings and Contract Documents for the Construction of Rinconada 
Reservoir, Rubber-Lined Earth Alternative 
Date: August 1968 

Library Call Number: 1.5.0210/ 1.5.0367 

Engineering Drawing Numbers: A0—03700-03702 (1971 continuous roof monitor—should this 
be included?); Al-01825-01884, 06204 
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Construction of Rinconada Reservoir (State Dam No. 72-010) Completed in 1969 


IV. CONSTRUCTION CONTRACT 

Awarded to: O.C. Holmes 
Construction Period: N/A to 5/30/69. 
Final Cost: $824,852.25. 

Bid Amount: $853,000. 
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CONSTRUCTION OF STANDISH DAM—RELOCATION ON COYOTE 
CREEK (PROJECT NO. 9262) COMPLETED IN 1994 


I. PURPOSE 

Originally constructed as a removable flashboard dam for the purpose of keeping out saltwater and 
sewage backwash from the lands of Standish and McCarthy while impounding freshwater upstream 
of the dam. Currently, the dam is constructed for the purpose of creating a rearing habitat for 
steelhead. 


II. BACKGROUND 

The flashboards at the original dam location were installed in April and removed in October until 
the Reach 1 construction of 1988 required the removal of the dam. Concern regarding impacts to 
fishery resources by the Environmental Protection Agency (EPA), and the California Department 
of Fish and Game initiated another fish sampling program. The Reach 2 area was identified as 
providing steelhead rearing habitat as well as a migration pathway when the flashboards were 
installed. The new dam will be installed approximately 1,500 feet downstream of the original dam 
with flashboards in operation from about April 15 to October 15. 


III. SCOPE OF WORK 

826 cubic yards of channel excavation; 535 cubic yards of channel embankment; 213 cubic yards 
of structural concrete; 864 linear feet of 12-inch concrete pile; 11,815 pounds of structural steel; 
595 tons of 14-ton rock protection; 112 cubic yards of armoring aggregate; 2 slide gates and 2 flap 
gates; 142 linear feet of 24-inch corrugated metal pipe. As part of DSOD’s requirements, control 
density fill will be placed beneath the dam to minimize seepage and the crane pad and the 
maintenance road will be raised to concentrate flows over the dam structure. 


IV. PLANNING STUDY AND ENGINEERS REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


V. GEOTECHNICAL REPORT(S) (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 
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Construction of Standish Dam—Relocation on Coyote Creek (Project No. 9262) 
Completed in 1994 


VI. PLANS AND SPECIFICATIONS 

Title: Specifications and Contract Documents, Coyote Creek, Standish Dam Relocation 
Date: March 1994 

Library Call Number: None—report in Construction Division 
Engineering Drawing Numbers: Not assigned ED#’s yet. Eleven drawings. 


VII. CONSTRUCTION CONTRACT 

Awarded to: Salinas Engineering 
Construction Period: 8/1/94 to 10/29/94 
Final Cost: $ not available yet 
Bid Amount: $445,546 
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CONSTRUCTION OF STEVENS CREEK DAM (STATE DAM NO. 72-007) 

COMPLETED IN 1935 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) 

Title: Geology of the Murphy Damsite on Stevens Creek, Santa Clara Valley Water Conservation 

District, Santa Clara County, CA 

Date: 1934 

Author: Tolman, C.F. 

Library Call Number: Not found (In RET’s office) 


III. PLANS AND SPECIFICATIONS 

Title: Contracts, Proposals, Specifications, Maps for Construction of Stevens Creek Dams and 
Spillway (1934 Well Replenishment Project) 

Date: Probably 1934 

Library Call Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for Construction of Stevens Creek Road (1934 
Well Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Title: Contracts, Proposals, Specifications, Maps for the Furnishing of Gates, Valves and 
Appurtenances for the Almaden, Calero, Guadalupe, Coyote and Stevens Creek Dams (1934 Well 
Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Engineering Drawing Numbers: A0—03290B, 03489-03490,03492-03495,06839,02928-02930; 
A4-02931; Other-06905E-06908E, 0329ID 


IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: 

Final Cost: 

Bid Amount: 
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Construction of Stevens Creek Dam (State Dam No. 72-007) Completed in 1935 


Awarded to: Joshua Hendy Iron Works 
Construction Period: After May 12, 1935 
Final Cost: Unknown 

Bid Amount: $23,590.29 (for furnishing all five dams with gates, valves, and appurtenances) 
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CONSTRUCTION OF UVAS DAM (STATE DAM NO. 72-012) 

COMPLETED IN 1957 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: Report to South Santa Clara Valley Water Conservation District on Proposed Development 
of Uvas Creek (Relevant?) 

Date: 1954 

Author: Blackie and Wood 
Library Call Number: 1.4.0332 


II. GEOTECHNICAL REPORT(S) 

Title: Uvas Creek Dam, Reservoir, Conduit and Well Replenishment Project Proposed to be 
Constructed Jointly with Santa Clara Valley Water Conservation District and on Proposed Llagas 
Creek Dam, Reservoir and Well Replenishment Project (Relevant?) 

Date: 1953 

Author: Blackie and Wood 
Library Call Number: 1.4.0334 


III. PLANS AND SPECIFICATIONS 

Title: Specifications and Other Contract Documents for the Construction of the Uvas Dam and 
the Relocation of a Portion of Uvas Road 
Date: June 1956 

Library Call Number: 1.4.0330 (Also Archives Box 7020) 

Engineering Drawing Numbers: A0—07456-07467, 07470-07473, 07476, 07478, 06690; 

A4-06494, 07474, 07480-07483; A8-17096-17099 

IV. CONSTRUCTION CONTRACT (NOT FOUND) 

Awarded to: 

Construction Period: After July 20, 1956 
Final Cost: 

Bid Amount: 
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CONSTRUCTION OF VASONA DAM (STATE DAM NO. 72-006) 

COMPLETED IN 1935 


I. PLANNING STUDY AND ENGINEER’S REPORT (NONE) 

Title: 

Date: 

Author: 

Library Call Number: 


II. GEOTECHNICAL REPORT(S) (NOT FOUND) 

Title: 

Date: 

Author: 

Library Call Number: 


III. PLANS AND SPECIFICATIONS 

Title: Specifications and Other Contract Documents for the Construction of Vasona Dam and 

Vasona Canal 

Date: Probably 1934 

Library Call Number: 1.3.0051 

Title: Contracts, Proposals, Specifications, Maps for Construction of Vasona Dam and Vasona 
Canal 

Date: 1934 

Library Call Number: 1.3.0051 

Title: Contracts, Proposals, Specifications, Maps for Construction of Two Pumping Plants (Lester 
and Doetsch Well Replacements) (1934 Well Replenishment Project) 

Date: 1935 

Library Call Number: Archives Box 7020 

Engineering Drawing Numbers: A0—03501A-03502 (check in field), 03523; A1—03498-03500, 
03504-03506; Other (A9)-03291 


IV. CONSTRUCTION CONTRACT 
Awarded to: Carl N. Swenson Co. 

Construction Period: Was to be completed by December 31, 1934, as stated on page 18 in 
Contracts, Proposals, Specifications, Maps for Construction of Vasona Dam and Vasona Canal 
Final Cost: 

Bid Amount: 
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Construction of Vasona Dam (State Dam No. 72-006) Completed in 1935 


Awarded to: 

Construction Period: Between 3/25/35 and 5/10/35 
Final Cost: 

Bid Amount: (for construction of the two pumping plants) 
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